Special Assistant 
te Controlier DETROIT, MICH. 


TALBOT S. JONES 


1913—October 29, born in 
Oak Park, Hlinols. 


1919—Attended Grade and 
High School in St. Peul, 
Minnesota. 


1936—Greduated from Uni- 
versity of Minnesots, De- 
gree Business Admin- 
istration. 


1940-Auditor Trainee, 
Sears Roebuck & Company, 
Detroit, Michigan. 


1945—Staff Assistant to 
Controller, Younker Brothers, Des Moines, lowa. 


ener ur a Controfier, The Home Store, Dayton, 


1952—Dec » entered employ of S. 8. Kresge Co., 
Controller» Staff. 


1966—November, Special Assistent to Controller, 
Have two daughters, Nina and Susan. 
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